DOCKETED ITEMS      85

Q. Inspection reports, IE Bulletins & correspondence

9109100034 Forwards insp repts 50-324/91-18 & 50-325/91-18 on 910629- 0731 .Non-
cited violations noted.

VERRELLI.D.M. Region 2 (Post 820201). 91/08/12. EURY.LW. Carolina Power &
Light Co. 2pp. 59022:106-59022:119.

-9109100037 Insp repts 50-324/91-18 & 50-325/91-18 on 910629-0731. Noncited vio-
lation        noted.Major        areas        inspected:maint        observation.surveillance
observation.operational safety verification & onsite review committee.
PREVATTE.R.L,   CHRISTENSEN.H.   Region   2   (Post  820201).   91/08/12.   12pp,
59022:108-59022:119.

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109160145 Advises that response to 910719 violations noted in insp repts 50-324/91-
16 & 50-325/91-16,meets requirements of 10CFR2.201.

VERRELLI.D.M. Region 2 (Post 820201). 91/08/28. EURY.LW. Carolina Power &
Light Co. 2pp. 59097:242-59097:243.

9109080014 Forwards insp repts 50-324/91-24 & 50-325/91-24 on 910729- 0801 &
notice of violation.

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. EURY.LW. Carolina Power &
Ught Co. 3pp. 58984:013-58984:024.

-9109080016 Notice of violation from insp on 910729-0801 .Violation noteditech spec
6.8.1 .f not met in that procedure FPP-007 not properly implemented.
VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. 2pp. 58984:016-58984:017.

-9109080018 Insp repts 50-324/91-24 & 50-325/91-24 on 910729-0801. Violations
noted.Major areas inspected:plant fire protection program.

WISEMAN.G.R., WATSON,L Region 2 (Post 820201). 91/08/29. 7pp. 58984:018-
58984:024.

9109180125 Ack receipt of 910815 supplemental response to violations noted in insp
rept 50-324/91-12 & 50-325/91-12.

PEEBLES.TA Region 2 (Post 820201). 91/09/05. EURY.LW. Carolina Power & Light
Co. 3pp. 59098:183-59098:185.

9109240122 Forwards insp repts 50-324/91-21 & 50-325/91-21 on 910729- 0801 .No
violations noted.

COLLINS.D.M. Region 2 (Post 820201). 91/09/05. EURY.LW. Carolina Power & Light
Co. 3pp. 59173:344-59173:358.

-9109240137 Insp repts 50-324/91-21 & 50-325/91-21 on 910729-0801 .No violations
noted.Major areas inspected:licensee capability in responding to plant casualty involv-
ing several events which resulted in general emergency declaration.
GOODEN.A., RANKIN.W.H. Region 2 (Post 820201). 91/09/04. 12pp. 59173:347-
59173:358.

9109110058 NRC Info Notice 91-055. "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV QE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109280184 Provides response to notice of violations re Insp Repts 50-324/91-09 & 50-
325/91-09-Corrective actions:p!ant considers established controls for ensuring identifi-
cation of safety related component classification changes adequate.
SPENCER.J.W. Carolina Power & Light Co. 91/09/20. Document Control Branch
(Document Control Desk). 17pp. 59233:342-59233:358.

R. Periodic operating reports & related correspondence

9109040388 Forwards 10CFR26 fitness-for-duty program performance data for Jan-June
1991.

FLOYD.S.D. Carolina Power & Light Co. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 44pp. 59005:322-59006:005.

9109180194 Forwards monthly operating rept for Aug 1991 & revised copies of monthly
operating data repts for Jan-Jul 1991.

SPENCER.J.W. Carolina Power & Light Co. 91/09/12. Document Control Branch
(Document Control Desk). 1 p. 59169:288-59169:312.

-9109180207 Monthly operating repts for Aug 1991 for Brunswick Units 1 & 2.
RUMPLED. Carolina Power & Light Co. 91/08/31. 6pp. 59169:289-59169:294.

-9109180213 Revised monthly operating rept for Jan 1991 for Brunswick Units 1 & 2.
RUMPLE.R. Carolina Power & Light Co. 91/01/31. 2pp. 59169:295-59169:296.

-9109180216 Revised monthly operating repts for Feb 1991 for Brunswick Units 1 & 2.
RUMPLE.R. Carolina Power & Light Co. 91/02/28. 2pp. 59169:297-59169:298.

-9109180219 Revised monthly operating rept for Mar 1991 for Brunswick Units 1 & 2.
RUMPLE.R. Carolina Power & Ught Co. 91/03/31. 2pp. 59169:299-59169:300.

-9109180222 Revised monthly operating rept for Apr 1991 for Brunswick Units 1 & 2.
RUMPLE.R. Carolina Power & Light Co. 91/04/30. 2pp. 59169:301-59169:302.

-9109180229 Revised monthly operating rept for May 1991 for Brunswick Units 1 & 2.
aUMPLEJl. Carolina Power & Light Co. 91/05/31. 2pp. 59169:303-59169:304.

-9109180210 Revised monthly operating repts for June 1991 for Brunswick Units 1 & 2.
, Carolina Power & Ught Co. 91/06/30. 6pp. 59169:305-59169:310.

-9109180237 Revised monthly operating rept for Jul 1991 for Brunswick Units 1 & 2.
RUMPLE.R. Carolina Power & Ught Co. f----------  ~----------------------------

I Ught Co. 91/07/31. 2pp, 59169:311-59169:312.

S. Reportable occurrences, LERs & related correspondence

9109040361 Forwards LER 91-021-00 inadvertently submitted w/o date.
BROWN.J.S. Carolina Power & Ught Co. 91/08/28. Document Control Branch (Docu-
ment Control Desk). 1p. 59009:054-59009:059.

9109040281 LER 91-021-00:on 910728,discovered that gross megawatt recorder indi-
cated higher than expected for 100% power operations.Caused by failed temp ele-
ment & removal of table of values.Temp element will be replaced.W/undated Itr.
KNIGHT.R.S., SPENCER.J.W. Carolina Power & Ught Co. 91/09/04. 5pp. 58981:201-
58981:205.

9109180005 PNO-ll-91-058:on 910902, Brunswick Unit 1 shutdown to facilitate LLRT of
primary containment isolation valve 1-G31-F001.inboard RWCUS isolation valve.
CHRISTENSEN.H. Region 2 (Post 820201). 91/09/04.1p. 59096:273-59096:273.

9109110181 LER 91-022-00:on 9l0807.found that normal air supply damper failed to
close.Caused by mis-orientation of portion of actuator for vertical motion.lnspected
other dampers & will provide training on event.W/910906 Itr.

KINGHT.R.S., SPENCERJ.W. Carolina Power & Ught Co. 91/09/06. 5pp. 59095:287-
59095:292.

9109300145 LER 91-023-00:on 910822.preparations for flushing reactor water cleanup
sys inboard isolation valve seat resulted in RWCU isolation on high temp.Caused by
voiding piping downstream of G31-F044.RWCU G31-F001 repaired!w/910923 Itr.
THEARLING.G.,   SPENCER.J.W.   Carolina   Power   &   Ught  Co.   91/09/23.   5pp.
59263:090-59263:094.

Y. Dry Cask Independent Spent Fuel Storage Installations

environ assessment of ISFSI & surface dose rates & concrete designs.
VAUGHN.G.E. Carolina Power & Ught Co. 91/09/17. Division of Industrial & Medical
Nuclear Safety (Post 870729). 12pp. 59217:167-59217:179.

DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR

Q. Inspection reports, IE Bulletins & correspondence

9109180115 Provides nonpower reactor insps performed during first & second half of
CY91.Current status summary sheet for nonpower reactor facilities also encl.
REESE.J.H. Region 5 (Post 820201). 91/09/10. WEISS.S. Non-Power Reactors, De-
commissioning & Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112.

DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9109180027 Discusses insp repts 50-327/91-14 & 50-328/91-14 & forwards notice of
violation.

EBNETER.S.D., MILHOAN.J. Region 2 (Post 820201). 91/08/19. NAUMAN.D.A. Ten-
nessee Valley Authority. 5pp. 59097:159-59097:165.

-9109180035 Notice of violation from insp on 910602-0703.Violation notedron 910531
licensee erected wooden structure through emergency control room pressure bounda-
ry door C-54 which prevented reestablishment of control room pressure boundary.
EBNETER.S.D. Region 2 (Post 820201). 91 /08/19. 2pp. 59097:164-59097:165.

9109180029 Forwards insp rept 50-327/91-16 & 50-328/91-16 on 910722-25. No viola-
tions noted.

WILSON.B.A. Region 2 (Post 820201). 91/08/28. NAUMAN.DA Tennessee Valley
Authority. 4pp. 59097:166-59097:199.

-9109160041  Insp repts 50-327/91-16 & 50-328/91-16 on 910722-25.No violations
noted.Major areas inspected:observation & evaluation of annual emergency prepared-

WRIGHT.F.N.. RANKIN.W.H. Region 2 (Post 820201). 91/08/23. 34pp. 59097:170-
59097:199,

9109100251 Rev 4 to EPIP-6, "Activation & Operation of Technical Support Or." W/
910830 Itr.
WILSON.J.L Tennessee Valley Authority. 91/08/30. 7pp. 59086:329-59086:335.

9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828-
29.No violations noted.

WILSON.BA. Region 2 (Post 820201), 91/09/12. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 59225:111 -59225:115,

-9109300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828-
29. No violations noted.Major areas inspected: utilization of security personnel to pro-
vide compensatory protection for degraded & inadequate physical barriers.
TILLMAN>.,  MCGUIRE.D.R.  Region 2 (Post 820201). 91/09/11. 1p. 59225:115-
59225:115.

9109280012 Discusses NRC contract w/l-NET to perform site survey consisting of team
discussions concerning facility communications capabilities & feasibility of upgrading
emergency telecommunications sys.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/17. NAUMAN.DA Tennessee Valley Authority. 4pp. 59208:123-
59208:126.

9109280097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50-
328/91-11 for period Mar 1990 - June 1991.

WILSON.J.L Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu-
ment Control Desk). 20pp. 59217:114-59217:128.etpoints."
